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PART III 

Drugs Control Department 


QUOTATION NOTICE 

No. A3-3619/2010/DTL. 15th October 2010. 

Quotations are invited for the repair of 
Instruments belong to the Drugs Testing Laboratory, 
Thiruvananthapuram. 

Name of the Instruments 

1. Condom Testing Machine 

2. HPTLC 

3. Tensile Strength Apparatus 

4. Gas Chromatograph 

If any company is willing to repair these instruments, 
please contact to The Chief Government Analyst, Drugs 
Testing Laboratory, Red Cross Road, Thiruvananthapuram- 
695 035, Phone No. 0471-2570189. More details are available 
from the office on all working days during working hours. 


Lojucncro ceasnSeLSOc/^ cujl(^oc3|6)i2a^, 

iojdcncvo oscrv^locn &j(S6tuoo§o1cq)16)&j 
nJOtDl^OD gnJceaO 600631305 (ScejSOtDlCmlaDOCaS Cr)aT)Oc96)2aT)C3)1aD 
C3raeojc0i9d ceiademlceei^cno^. 

^cnailcuoo 

1. Gcft)06oeo 6)sarv^1ocn 6)ffln9d1a5 

2. oil. g1. 00(35. crol 

3. 6)sa56)6)a\)C33 anj6)LS6T3C33 (3T9(^oogonj 

4. O)^0(T0 6)Lca.O(2iegOt.O^OnO 

(.03033(3)^(3) goJcBD(3 6TT)63Bo5 ODODO £06)^ (U005 (3)0(35(^ (3Jj 
hjIoO 0)0160(50120^" oracD&jIcTj^" (.03)0)033 0sarog1oO) 
&JG6mOO§Ol, (3)l02'^ 0)03) 03^(30-695 035, Go006n5 0)011(5 
0471-2570189 o0OD (111 003) (11^20(0)1 enJOlUOry S^ce^. (Ijl033 

(111(110 631305 r^mO (.oJ(11 ^(315)1 bI( 11 03) 6313 g1 &1 ^o njlol) 
0)0160(5020^ (313O)m1(J^l0Og c0)O0JjO&lCQ)(313)1(33 0)l0T)2o &iejj2060(). 

Office of the Drugs 

Testing Laboratory, (Sd.) 

Thiruvananthapuram. Chief Government Analyst. 











